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Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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SECRETARY 
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November 8, 2011 


To: ADA Craig lannini 
From: Nicole E. Medina 


RE: Commonwealth vs. 



Dear ADA lannini, 


Attached yoi^ilHin^opies of the following documents that you requested regarding Drug 
Lab numberjUjlUmll 

1. Drug Analysis Laboratory Receipt. 

2. Evidence Control card with analytical results 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/Mass Spectral analytical data. 


Kate Corbett was the 


i was the primary and custodial chemist for lab number] 

GC/MS confirmatory chemist. Should you have any questions please do not hesitate to 
call me at 617-983-6630. 


Sincerely, 



Nicole E. Medina 
Chemist II 

Drug Analysis Laboratory 
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Medina, Nicole (DPH) 

From: lannini, Craig (SUF) 

Sent: Thursday, November 03, 2011 8:47 AM 

To: Medina. Nicole (DPH); Corbett. Kate (DPH) 

Subject: Amado discovery packet 

Nicole and Kate, _ 

Could you email the discovery packet This case may 

go to trial on November 10^'’ and I realize I forgot to order this and need to turn it over right away. I will be 
sending summonses out on this case today. 

Thanks and sorry for the emergency. 

Craig 


1/8/2011 
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City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def; 

Amount: 

No. Cont; 40 Cont: pb 

Date Rec'd; 10/05/2010 
Gross Wt.; 12,73 


Date Analyzed: 


2t 


10 


SubsLSUB 




Prelim: Ct' CCc/Findings.v"'' 


No. Analyzed: H 
NetWeight:&'-iJ'- iO.i0( 
# Tests:^3 
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DRUG POWDER ANALYSfS FORM 



PHYSICAL DESCRIPTION: 3 (Uid ^ U ci Gross Wt (HO): I Q. 

HO S cm. Gross Wt ( ):_ 

Cjcm'Va-vOv\ 'Aca o® LCh\tA) TDcJC, wt- 


\ \ \(S1 


Gross Wt ( ) 

Pkg. Wt: 


Net Wt 


U.d- 4 CoYiO^q <:iacl ^ 10^ to Dry'' 



PRELIMINARY TEST RESULTS 

^-—- 

GC/MS CONFIRMATORY TEST 

RESULTS C:rccunc 

RESULTS 

Cor LOi n p 

DATE ircQ-lO 

MS 

OPERATOR _ 

kLPC. 


DATE 

I6'=2l lO 



Revised 7/2005 
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# samoles tested: 






















































Area Percent / Library Search Report 





Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


749721.D 


Mon Nov 07 08:59:00 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749722.D 

KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Abundance 

1200000 ! 


1000000 ; 
800000i 
600000 
4000001 
200000 ; 



Time-> 2,00 2,50 3,00 3,60 4.00 4.50 5.00 5.60 6.00 6.50 7,00 7.50 8.00 8,50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.742 

1208828 

100.00 

100.00 


749722.D Mon Nov 07 08:59:05 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\10_20__10\749722 .D 
KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 i 


601 


40^ 


201 


42 


51 


8 ? 

i 


67 


94 


I'l 

Mi 


105 

F 


AveTapbf 4;mfo 4:8'3'8m: 

182 


122 


135 


152 


198 


166 


303 


208 222 242 259 


272 


288 


Wz-> ° 40 50^ '60'^" 8(0 "gO^Voo’ Vlb 120 130 140 lio 180 'ito'180 190 ' 26 b 2•io 220 2^0 240 250’280 270 280 25b 300 


Abundance 


#29:COCAINE 


82 


; 80 


60 


40 


20 

42 

1 


i 51 68 

0 


m/z-> 

40 50 60 70 


94 


105 


122 


182 


i! !. ;114:. 


135 166 


198 


214222 244 259 


272 


303 


749722 .D 


Mon Nov 07 08:59:05 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM4\10_20_10\749725.D 
KAC 

20 Oct 2010 16:19 

BLANK 
NEM 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


749725.D Mon Nov 07 08:59:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_20_10\749726.D 

KAC 

20 Oct 2010 16:33 


NEW 
26 

DRUGS 

RTE 


Abundance 

800000: 

6000001 
: 

: 400000! 

i 

I 

200000 ' 

Oh 


TTCy749726:D 


3.97 


4174 


Time-> 2,00 2.50 3.00 3,50 4.00 4.50 5.00 5.50, 6.00 6,50 7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.970 

263790 

22.15 

28.45 

4.742 

927278 

77.85 

100.00 


749726.D 


Mon Nov 07 08:59:19 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM4\10___2 0__10\749726 .D 
KAC 

20 Oct 2010 16:33 


NEM 
26 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.97 


C:\DATABASE\NIST98.L 


Imidazo[2,l-b]thiazole, 

2,3, 

5,6 -tet 

006649-23-6 

98 

Imidazo[2,l-b]thiazole, 

2,3, 

5,6-tet 

006649-23-6 

98 

Imidazo[2,l-b]thiazole, 

2,3, 

5,6-tet 

006649-23-6 

97 


Abundance 


80: 


60 


40^ 


20 i 


OL. 


51 


73 


42; 


63 


[;81 


101 


89 


Average of 3.949 to 4.086 m (-) 

148 


204 


121 


,-,'441, .-.-. I ' I't V 


!. 129 


J!, 157 


176 


m/z-> 40 

Abundance 
i i 

I i 

j : 

I 8oj 

60i 


187 




281 


sb e'o 7b 80 g'o l6o bo 120 130 140 iso 160 170 l^o 190 ^Q2AQ 2M 2 30 24 0 250 2b0 270 280 : 
^8403971midazo{?,1-T3lt)iiazo[e, 243,5,63effahydro-6-plTenyl- 

294 

148 


40 


20 


O', 


73 


51 63 


81 


101 


127 


89 


117: 


:.itl09 


! 

.iji. 167 


176 


ill 


185 


:m/z-> 40 50 6b 70 80 90 ibo 110 120 130 140 150 160 170 180 190 200 ^10 220 230 240 250 260270280| 

749726.D Mon Nov 07 08:59:20 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2010\SYSTEM4\10_20_10\749726-D 
KAC 

20 Oct 2010 16:33 


NEM 
26 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


iAt)undance 


80 i 


82 


Average ^4.71516 4.826'mle.: 'TWT7!oXT(-) 


182 


60! 


40; 


20 ' 


94 


105 


42 


51 


122 

198 


303 1 

il.j. li.'i 

67 

1.11 Ji 1. J. 131140 166 , 

i ; 207 222 

242 

272 I i 

259 i 288 ; 

0 50 

60 70 

’80’ 90' 1 do V-io' 120 I'do' i46 '150 160 'ito i8( 

3 190 200 210 2 ^ 0 ' 23 

o' 240 2E 

0 ' 260 270 280 290 300 


Abundance 


801 


82 


60: 


40; 


^2gr'COCA(NE 


182 

i 


20 


42 


94 


li 


105 


51 


68 


122 


114 


135 166 


198 


214 


244 259 


272 


303 

i 


m/z-> 40 50 ' 60 70 "so’ 90 jdo 'l -id 120 130 'l4d 150 160 '170 1^0 190 200 210 2id"2do 240 250 2^0 270 2& 290 300 

749726.D Mon Nov 07 08:59:20 2011 Page 3 
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Area Percent / Library Search Report 



Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_20_10\749727.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 16:47 

Sample Name : 

Submitted by : NEM 
Vial Number : 27 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Abundance TfC: 749727713“ 

1400000; 4|74 

1200000 ] ! 

1000000j 

800000 i 1; 

! i 

600000; :i 

; 4000001 3-97 | 

2000001 ^ ^1 


Tlme-> 2.00 2.50 3.00 3.50 

4.00 4.50 6.00 

5.50 6.bo 

6,b6 ' ' Z.-bp 1 7.^ 8.00 ’ 8.50 9.0o ’ 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

3.969 

484343 

25.41 

34.06 

4.741 

1422018 

74.59 

100.00 


749727.D Mon Nov 07 08:59:24 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM4\10_20__10\749727 .D 
KAC 

20 Oct 2010 16:47 


NEM 

27 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.97 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

99 



Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


Average 613.948 to 4.'f38 min.: 7<f97271Tpy 
148 


80 


60 


40, 


20 ! 


0:, 


204 


m/z--> 40 

Abundance 


80 


- - o 

i 

] 


121 ! 

51 ^ : 89 


; 1 

42! i : ^ h 

I:: ||51 j|: ... 

i';io9 .J. _ 

i 1 

! !’'?®137 . i 




157 I 189 ;i;j, _ _ 281 

' 5b' 60 70 80 bo 100 110' l2b i'So' 140' 150 l60 170 l80 'l90 20b' 210 2^6 280 240 250 2bo 270 280 


if1 26360: tfnidazb[2,1-6)lhiazole,Y,3,^^-teifahydro-6-phenyl- 


148 


2(f4 


60: 


40 \ 

73 

101 

I 


f; 

li 


20 \ 



127 : 




; 51 

Ot i , 1-, 

m/z-> 40 50 

: 89 

63 . i 

: i , |h ;;81 0 

.Mil! 109 

117! : 

.1. J, ;l: 156 

176 

186 



e'o ' 70 80 " 90 

i6b iib 

120 130 lio 150 ibo 

170 ibo i9o 

260 2]6 220 230 240 

250 260 270 280 

749727 .D 

Mon 

Nov 

07 08:59:25 

2011 

Page 

2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F ; \Q4--2010\SYSTEM4\10_20_10\74 9727 . D 

Operator : KAC 

Date Acquired : 20 Oct 2010 16:47 

Sample Name ; 

Submitted by ; NEM 

Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4,74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




749727.D Mon Nov 07 08:59:26 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEm\l0_2 0_10\749728 .D 
KAC 

20 Oct 2010 17:01 


NEM 

28 

DRUGS 

RTE 


Abundance 
6000001 

500000 

400000; 

300000; 

2000001 

100000: 


3,97 

! 


0 h 


:Tlme-> 2.00 2.50 3.00 3,50 4,00 


TIC; 749728:0 

4,74 


-1—r~T r~ T ~,"r~ r- ~i~' I—r-^-T -r-1—I—I—1—,—^— i —I—^—I— r j 1 ' l —r-l—l— l —, ■ ■—i—pi—r--; ’ T--^ 

4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.973 

169975 

21.92 

28.07 

4.740 

605445 

78.08 

100.00 


749728,D Mon Nov 07 08:59:29 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_20_10\749728.D 

KAC 

20 Oct 2010 17:01 


NEM 

28 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASB\SLI.L 

C;\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.97 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80; 


60 i 


40; 


20 


0 


51 


73 


101 


42i 

!l. i: 


63 


89 


Average of 3.946 to 4?r2TTn)n.: 749728.D (-) 
148 


204 


121 


:131 


I li 'iiai i;; ! ij'i 110’ '■ ,• 


^ 157 


176 


191 


281 


j40 _5'0 60 70 80 90 100 110 120 130 140 150 1& 170 180 190 20O 210 "220 230 240 250 260 270 

Abundance 


80 i 


#84039: lniidazo[2,1-B]lhiazole,^i?,6.^-tetrah^fo-6-pt'ienyi- 

204 

148 

i 


60 ; 


40: 


20 ! 


73 


101 


127 


51 63 


117, 


176 !ii 




, 135 

liJsil,.,-, , , ;i; , 

il; 157 167 j, 185 Ml 


Wz.-> ° 40 SfT 60 70 80 90 100 lio l2o' 13o' 140 150 160 ItoTso" 1^0220 230 24o 250 260 270 280 

749728.D Mon Nov 07 08:59:30 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_20_10\749728.D 

KAC 

20 Oct 2010 17:01 


NEM 
28 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.74 C;\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


iAblinWhce 


80 i 


82 


Average of 4 .TfFtd 4 .WT rnlti: 74972811 (-) 


182 


60i 


40 

i 105 I 



20 

42 M! I ■ : 



0 

hi/z-> 

I 51 ^ 1 I!! i 122 j 

. :L ..J„J35.1. 

198 

i 207 222 

^ 44253 ^ 

' 40 ' 50 ' 6d' 70 8 b 90 10 o' 110 1 ^0 'l 30 140 'l 50 160 170 1 bo 

190 2^6 210 

240 260 ' bbo 


303 


272 


282 


Abundance 


80! 


8? 


#29rCOCAfNE 


182 


60 


401 


94 


105 


20^ 


42 


51 


; 0^ 
mlz—> 40 


749728 . D 


68 


122 
i114 J 


135 lee 


198 


214222 244 259 


272 


303 


50 60' ’ 70 80 90 100 1 i 0 120' 130 140 150 160 170' 180 190 200 210 220 230 240 250 260 270 280 290 300 
Mon Nov 07 08:59:30 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM4\10_20__10\749729 .D 
KAC 

20 Oct 2010 17:15 


NEW 

29 

DRUGS 

RTE 



rrc: 7W2g:D“ 

4:74 


i 800000: 

: 600000 

400000 

200000 

I 

.. 

time-> 2.00 2.50 


3,97 ;! 

i i: 

!' i i 

3.00 3,k " 4.0O ' 4.50 5.66 ' 5.80 ' ' 6.00 6.50 ’ 7.00 ’ 7.60” " 8^0* ' aSo ’ abo 9.bD 


Ret. Time 

Area 

Area % 

Ratio % 

3.969 

259528 

21.28 

27.03 

4.741 

960266 

78.72 

100.00 


749729.D 


Mon Nov 07 08:59:34 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\10_2 0__10\749729 .D 
KAC 

20 Oct 2010 17:15 


NEM 
29 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.97 C:\DATABASE\WIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 i 


60 i 


40 i 


20 : 


ni/z-> 


41 

0 . 


51 


40 50 '6b 70 80 g'o iOO 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


73 


63 




101 


89 


Average o1 i.'OSOliriin,: 749729.D'(-) 

148 


204 


121 


1 !!!: 110 


131 


157 


176 i 

i 

! 

..189.i: 



281 


Abundance 


M2^3'60'; fmidazo{2,1 -bjthiazble, 2.3.6,6-tetrahydro-6-phenyl- 
148 


80: 


60; 


40; 


20 ; 


101 


73 


127 


i 0^ 

m/z*-> 40 50 


51 

63 

. 1,31 

89 

117: 

:i::109 

! 176 1 

, , , !: 156 i 186 M 

50 

’ 60 70 

80 

'90 

lOO 110 120 

'l30 140 150' I 60 ' 1/6 180 160 260' 2]o' 220' 230 240 250 260 270 280 ; 


749729 .D 


Mon Nov 07 08:59:35 2011 


Page 2 


Corbett email PRR 012204 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_20_10\749729.D 

KAC 

20 Oct 2010 17:15 

NEM 

29 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C;\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


^bundance. 


Average of 4:ri 5To 4."ff15lTiin.; 749729;D (-) 
182 


94 

: 105 



42 

20 



; 51 


68 

0 


m/z-> 

.. 

40 50 60 70 


■ i I 152 166 


208 222 244 259 : 281 


> 40 50 60 70 80 90 lOO 110 120 180 140 150 l60 170 180 l90 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


lf2grCDCATNE 


135 166 


214222 244 259 


;m/z-> 40 50 ' 60 ' 70 80 90'100 1 io 120 'l3o' 140 150 160 170 180 190 200 210 220 230 240 26 0 2 60 270 260 290 3iio 

749729.D Mon Nov 07 08:59:35 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM4\10_20__10\749743 .D 
KAC 

20 Oct 2010 20:26 

BLANK 

1 

DRUGS 

RTE 


Abundance TfC: 74974311 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


749743.D 


Mon Nov 07 08:59:49 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\10_2 0__10\74 9744 .D 
KAC 

20 Oct 2010 20:39 

COCAINE STD 

44 

DRUGS 

RTE 


Abundance 

1200000 , 

1000000 ^ 

800000; 

‘ 6000001 

! 400000! 

2000001 

i O', 

h'ime-> 2.00 


TIC:74gm.Tr 

4j74 


i 


2.bo 3.00 3.50 4.00 ' 4.50 S^OO 5^ 6.00 6.50 7.66 7.50 8.0O 8.5o" ^9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.742 

1221248 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\l0__20__10\749744.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 20:39 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASB\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 
































